232     DOCKETED ITEMS
8503150452 Forwards Rev 1 to "TDI Diesel Generator Design Review & Quality Revali-dation Rept"
DEDDENS.J C. Gulf States Utilities Co. 85/03/07. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 77pp. 29372:188-29372:330.
-8503150453 Rev 1 to "TDI Diesel Generator Design Review & Quality Revalidation Reot"
DEESE.RJ., RAY.C.L TDI (Transamerica Delaval, Inc.) Owners Group. 85/02/28. 140pp. 29372:195-29372:330.
8503220412 Final Deficiency Rept DR-266 re interference between Bergen Paterson supplied clamp ears & snubber end paddle weids.Final design of parts considered incomplete.ltem not reportable per 10CFR50.55(e).
BOOKER.J.E. Gulf States Utilities Co. 85/03/07. MARTIN.R.D. Region 4, Office of Director. 1p. 29483:295-29483:295.
8503220466 Interim Deficiency Rept DR-275 re welded studs for variable inlet vane assembly on four Buffalo Forge Co fans for standby gas treatment sys & fuel bldg charcoal filtration units.Next rept will be submitted by 850328.
BOOKER.J.E. Guff States Utilities Co. 85/03/07. MARTIN.R.D. Region 4, Office of Director. 1p. 29483:092-29483:092.
8503280522 Final Deficiency Rept DR-278 re improper mounting of thermally actuated flow sensing devices supplied by Fluid Components.lnc.Sensing devices will perform safety function. Condition not reportable per 10CFR50.55{e).
BOOKER.J.E. Gulf States Utilities Co. 85/03/08. MARTIN.R.D. Region 4, Office of Director. 1p. 29554:289-29554:289.
8503280809 Final Deficiency Rept DR-283 re multicable transit modules used as pressure barrier seal in drywell sleeve electrical penetrations.lnitially reported on 850207.Pressure seals installed in all drywell sleeves.
BOOKER.J.E. Gulf States Utilities Co. 85/03/11. MARTIN.R.D. Region 4, Office of Director. 4pp. 29556:334-29556:337.
8503280817 Interim Deficiency Rept DR-271 re containment penetrations supplied by Conax Corp for resistance temp detector circuits.Next rept will be provided by 850322. BOOKER.J.E. Gulf States Utilities Co. 85/03/11. MARTIN.R.D. Region 4, Office of Director. 1p. 29556:333-29556:333.
8503180316 Part 21 rept re potential defect in component of DSR or DSRV standby diesei generator.Potential problem may exist w/check valve.supplied by Williams Gauge Co.in on-engine mounted starting air piping.causing engine nonavailability. BOYER.R.E. Transamerica Delaval, Inc. 85/03/12. Director's Office, Office of Inspection and Enforcement. 5pp. 29386:252-29386:256.
8503280825 Interim Deficiency Rept DR-274 re field wiring to ASCO & Target Rock Corp solenoid valves.Next rept will be provided by 850329.
BOOKER.J.E. Gulf States Utilities Co. 85/03/12. MARTIN.R.D. Region 4, Office of Director. 1p. 29556:331-29556:331.
8503280210 Interim Deficiency Rept DR-261 re auxiliary contacts on ITE Rowan relays (J14 Series) supplied by Gould Brown-Boveri. Next rept will be provided by 850329. BOOKER.J.E. Gulf States Utilities Co. 85/03/13. MARTIN.R.D. Region 4, Office of Director. 1p. 29556:022-29556:022.
8503280820 Interim Deficiency Rept DR-277 re external solder fluxes for electrical terrninations.Next rept will be provided by 850329.
BOOKER.J.E. Gulf States Utilities Co. 85/03/13. MARTIN.R.D. Region 4, Office of Director. 1p. 29556:332-29556:332.
8503210419 Part 21 rept re potential defect in oil plugs in crankshaft of DSR or DSRV-16 standby diesei generator. Re placement of 22 gauge plugs w/16 gauge plugs recommended.AII affected sites notified.
BOYER.R.E, Transamerica Delaval, Inc. 85/03/18. Director's Office, Office of Inspection and Enforcement. 7pp. 29462:330-29462:336.
V. Operator Examinations
8503050376 Confirms 850130 discussions at license exam exit meeting. Requalification training program should start once initial group licensed.FSAR description of requalifi-cation training will be addressed in SSER (NUREG-0989).
JOHNSON.E.H. Region 4, Office of Director. 85/02/28. CAHILL.WJ. Gulf States Utilities Co. 2pp. 29205:283-29205:284.
8503110214 Forwards marked-up FSAR.Section 13.2.2.3 revising licensed operator re-qualification training program,in response to J Jaudon request.Revs will be incorporated into future FSAR amend.
BOOKER.J.E. Gulf States Utilities Co. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 8pp. 29324:122-29324:129.
DOCKET 50-459 RIVER BEND STATION, UNST 2
A. Application/construction stage documents & correspondence
8503250205 Forwards addl info re CLASIX-3 computer code.per NRC request.Info should not be used for evaluation of any specific plant unless endorsed by appropriate util.
HOBBS.S.H. Hydrogen Control Owners Group, 85/03/06. BERNERO.R. Office of Nuclear Reactor Regulation, Director 15pp. 29491:249-29491:262.
8503180341 Notification of 850308 meeting w/utii in Bethesda,MD to discuss schedule re development of Tech Specs.
STERN.S.M. Licensing Branch 2. 85/03/07. SCHWENCERA Licensing Branch 2. 4pp. 29399:314-29399:317.
8503190503 Notification of 850314 meeting w/util & S&W in Bethesda,MD to discuss electric cable separations.
STERN.S.M. Licensing Branch 2. 85/03/11. SCHWENCERA Licensing Branch 2. 3pp. 29441:119-29441:121.
8503190301 Documents final selection of hydrogen release histories for use in 1/4-scale test program.based on discussions which have occurred since Aug 1984 meeting. Final 1/4-scale test matrix also documented.Revised final test matrix end. HOBBS.S.H. Hydrogen Control Owners Group. 85/03/13, BERNERO.R. Office of Nuclear Reactor Regulation, Director. 20pp. 29403:243-29403:261.
G. Adjudicatory correspondence
8503110381 Forwards Indemnity Agreement B-104 to be incorporated into License SNM-1943.Related correspondence.
DEWEY.LS. Hearing Branch 3. #185 929. 85/03/07. COTTER.B.P., LI^FNE'JRGER.G.,   COLE.R.F.  Atomic Safety and  Licensing  Board  Panel.  15pp. 2P287:250-2D28 7:254.
S. Reportable occurrences, LERs & related correspondence
8503080224 Further response to FOIA requests for documents re NRC proposed estimated schedules for review of TDI Owners Group site data.consultant reviews & OL proceedings.Forwards App A documents.Documents also available in PDR. FELTON.J.M. Division of Rules and Records. 84/10/04. BELL.N. Nuclear Information & Resource Service. 2pp. 29301:033-29301:034.
-8409270749 Forwards TDI diesei status summary rept for 840831. BERLINGER.C.H. Division of Licensing. 84/09/11. MIRAGLIA.FJ. Division of Licensing. 19pp. 29301:035-29301:053.
-8503080291 Std order for DOE work: "Assessment of Diesel Engine Reliability/Oper-ability." Related info encl.
EISENHUT.D.G. Division of Licensing. FIN B-2952-4. 84/02/22. 28pp. 29301:054-29301:085.
8412130296 Forwards final QA verified rept, "Design Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Blocks." RAY.C.L TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/11. DENTON.H.R.   Office  of  Nuclear  Reactor   Regulation,   Director.   1p.   27901:004-27901:138.
-8412130334 "Design Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Blocks."
*   Failure   Analysis   Associates.    FAAA-84-9-11.   84/12/31.    125pp.    27901:005-27901:138.
8503210419 Part 21 rept re potential defect in oil plugs in crankshaft of DSR or DSRV-16 standby diesei generator.Replacement of 22 gauge plugs w/16 gauge plugs recommended.AII affected sites notified.
BOYER.R.E. Transamerica Delaval, Inc. 85/03/18. Director's Office, Office of Inspection and Enforcement. 7pp. 29462:330-29462:336.
DOCKET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1
A. Application/construction stage documents & correspondence
8503280434  Forwards  warrants  in  payment  of   NRC  Bills  D0119   &   D0120 did 841226.Payments made on provisional basis.subj to review of documentation & calculations by util auditing staff. Review tentatively scheduled for Fall 1985 at NRC. SORENSEN.G.C. Washington Public Power Supply System. 85/01/17. Division of Accounting & Finance. 3pp. 29550:359-29550:360.
8503120227 Informs of Snohomish County Public Util District withdrawal from WPPSS.Withdrawal does not release district from existing obligations.Util Board of Directors elected at 850111 meeting listed.
SORENSEN.G.C. Washington Public Power Supply System. 85/03/06. DENTON.H.R.   Office  of   Nuclear  Reactor  Regulation,   Director.   1p.   29323:072-29323:072.
8503270029 Ack receipt of 850219 Itr forwarding 850211 rev of draft issue paper on facilities planning assumptions for NRC review & comrnent.Review proceeding based upon 850417 deadline for written comments.
THOMPSON.H.L Division of Licensing. 85/03/18. SHEETS.E. Northeast Power Coordinating Council. 2pp. 29541:115-29541:116.
J. insurance & Indemnity Information
8503200198 Forwards Endorsement 19 to NELIA Policy NF-270. ASHBURN*,D.J. Marsh & McLennan, Inc. 85/03/15. SALTZMAN.J. Assistant Director for State & Licensee Relations. 2pp. 29431:019-29431:020.
S. Reportable occurrences, LERs & related correspondence
8503080224 Further response to FOIA requests for documents re NRC proposed estimated schedules for review of TDI Owners Group site data.consultant reviews & OL proceedings.Forwards App A documents.Documents also available in PDR, FELTON.J.M. Division of Rules and Records. 84/10/04. BELL.N. Nuclear Information & Resource Service. 2pp. 29301:033-29301:034.
-8409270749 Forwards TDI diesei status summary rept for 840831. BERLINGER.C.H. Division of Licensing. 84/09/11. MIRAGLIA.FJ. Division of Licensing. 19pp. 29301:035-29301:053,
-8503080291 Std order for DOE work: "Assessment of Diesel Engine Reliabiltty/Oper* ability." Related info encl.                                                                                              ^
EISENHUT.D.G. Division of Licensing. FIN B-2952-4. 84/02/22. 28pp. 29301:054-29301:085.
8412130296 Forwards final QA verified rept, "Design Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Blocks." RAY.C.L TDI (Transamerica Delaval, Inc.) Owners Group. 84/12/11. DENTON.H.R.   Office  of  Nuclear  Reactor  Regulation,  Director.  1p.   27901:004-27901:138.
-8412130334 "Design Review of TDI R-4 & RV-4 Series Emergency Diesel Generator Cylinder Blocks."
*   Failure   Analysis   Associates.   FAAA-84-9-11.   84/12/31.   125pp.   27901:005-27901:138.03/04. MARTIN.R.D. Region 4. Office of Director. 3pp. 29316:130-29316:132.
